DIY guide for 


Automated defect logging, linking 
with test case and attaching evidence 


Pre - requisite: 


HP ALM / HP QC 

Result file in xml format (sample format in Appendix 1) 

Jenkins or any Cl tool (optional) 

Basic knowledge on mandatory and optional filed in QC, VB script 

HP Automation Plugin (set up guide in Appendix 2) for Jenkins or any 
mechanism where your test case status is already updated test lab of 
QC / ALM 


Step by Step guide: 


Step 1: Get you HP QC / HP ALM credential, Domain and Project handy. 
Step 2: Download the vb code from the SharePoint Link: 


Step 3: Open the vbs code and provide your credential, login details as 
following 


qcURL = “http: //xxxxxxxxx:808@/qcbin" 
gcID = "Xxxxxxx" 

qcPWD = "Xxxxxxx" 

qcDomain = "XXXXXXXxx" 

qcProject = "XXXXXXxx" 


Step 4: Update your directory to check for result file 


xmlDoc. load("C:\Jenkins\workspace\2. Smoke Test_TOSCA\result.xml") 


Set suitenode = xmlDoc. getElement sByTaglame( "testsuite" 


Step 5: Illustration for Jenkins set up. Open any project for test execution 
which has been set up in Jenkins. 
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Step 6: Go the project details: 
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Step 7: Go the configuration section of the project 
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Step 8: Verify post build section of the project has the mechanism to update 
the test results in HP ALM 
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ALM server HP ALM 125 ¥ 
User name DemoUser02 7) 
Password | ae ba 
Domain DEMO_PURPOSE @ 
Project DEMO 01 ® 
Testing Framework | JUnit ¥ ® 
Testing Tool UFT ® 
Test Folder Smoke_UFT (2) 
Test set Folder [ Sooke UT ® 
Testing result file “"\* xml (2) 
Jenkins server URL | pi4,-:mychniladpsci-04 ad infosys com:8093 @ 


Step 9: Under the post build section, after the test execution result update; 


choose build step to execute the windows batch command and give the path 


where the vb script has been kept from the local directory. 
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Execute Windows batch command (2) 


Command | - cript “C:\xmlread\ALMSmokeDefectLinkageUFT.vbs" 


Add buildstep v 


Execute script only if build succeeds 


Step 10: Clear the selection of condition for execution of the script. 


Add buildstep wv 


Execute script only if build succeeds 
Execute script only if build fails 


Mark build unstable instead of failed on script error 
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Step 11: Save the configuration and run the project. 


Appendix: 


1. Sample Result file in xml format 


2. Guide for setting up HP Automation Test result update plugin SharePoint 
Link: 


